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APPENDIX   A.

the regulating cone to its working position.     Both stop-cocks
should be turned off when the lamp is not alight.

The chimney tube c c should  be  turned so that no light

passing through the
mica window near its
base can fall upon
the photoped. The
lower end of this
tube should, when
the lamp is cold, be
set 47 millimetres
above the steatite
ring burner. A
cylindrical boxwood
gauge, 47 millimetres
in length and 32 in
diameter, is provided
with the lamp to
facilitate this adjust-
ment. The exterior
tube D communicates
with the interior of
the ring burner by
4 means of the con-
necting box above
the tube E and the
bracket F on which
the burner B is sup-
ported. A conical
shade G is provided.
This should be
placed so that the
whole surface of the
flame beneath the
tube c may be seen
at the photoped
through the opening.
The lamp should

FIG. r.                            be   adjusted   by   its

levelling screws so
that the tube E, as
tested with a plumb-line, is vertical, and so that the upper sur-
face of the steatite burner is 353 millimetres from the table.
A gauge is provided to facilitate this latter measurement. The
tube C is brought centrally over the burner by means of the

